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EURO 3 
Engine Model: ISDe185 30 Engine Configuration: D313003BX03 
Advertised Power: 136 kW @ 2500 rpm CPL: 1995 
185 PS @ 2500 rom Peak Torque: 700 N.m @ 1400 rom 
Displacement: 6.7 L Bore: 107 mm Aspiration: Turbocharged & Charge Air Cooled 
Cylinders: 6 Stroke: 124 mm Fuel System: Bosch (HPCR) 
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Performance data shown is nominal, and is to 80/1269/EEC(as amended) conditions of 990mbar barometric 
pressure and 25 deg C air intake temperature. 


All data are based on the engine operating with fuel system, water pump, lubricating oil pump and with inle 
restriction and exhaust restriction at or below datasheet limits. Not included are compressor,fan,alternator, 
optional equipment and driven components. 
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General 
Certification: 


COMI SSSlOn ANOS nia coset nercueaceametsato ersaceeneens ih aneunie cada anon newnated aie thie dard eee se anemia ict 


Air Intake System 


GB 17691 —2005 
17.3:1 


Max. temperature rise between ambient air and turbo air inlet:...............ccc cece ese e cece cease eens teen eens, -"C 15 

Max. intake restriction with dry type air cleaner,with clean filter 

PIS GILIET DULY cnennscansaeectaceaneasniunuatrnayeineimnescnvennuinaszans mawbanimanesaduuatuauy)uanauedubinndutunceartanerc: - kPa 2.9 

OU ect e caer cee terse acest acne ea pare et ee etnies se eee clei ewe ra aeeane: - kPa 3.7 

Max. intake restriction With dirty filter: .... 0.0... cee cce cece e eee tenet eee eens ene eeaeeeeeeeeteantaneneneeanenaenags - kPa 6.2 
Charge Air Cooling 

Max. temperature rise between ambient air and intake Manifold: ...............ccccecce cece eee eeeeeeeaeeeaes -C 30 

Max. AP between turbo out and ManifOld in: ............ce cece cece ee eee eens eee ee testes eee eaeeeeeeeaeeneeeeaennes - kPa 13.5 

Intake pipe size normally acceptable: ........... ccc ceceece eee erence eee nee eens enn e Gennes e nent esta a nena eats -mmdia 65 
Exhaust System 

Max. back pressure imposed by complete exhaust SySteM: .............. cc ceee eee eee eee eee eae eae eee eaeeaes - kPa 10 

Exhaust pipe size normally accepable: ........... 0... cccccec eee e eee ee eee cnet eee eee eens nase eee eneenaeeeaeeneennnens -mmdia 75 
Cold Start Performance 

Min, UnaAlded: Cold Start Teme FANS s wxeiecnsiinacserderacendccura pide venceiicsie sere ennsseadelineeidi iene eieaenen -12 ‘C@120 average rom 

Min. aided Cold Start TeMPeCalUre? cvsiais cievercrts tieeriaptavecatons cowed Jedeecddav vies dakeeeeds alate -24 ‘C@120 average rom 
Performance Data 

POTS SC SG ra reo pcueenieatrscsesacescisceumimnsncderddate sees casamccnamnnenedueiedateumanwinel adubineeaecaneananceanel! - rpm 600 - 800 

Maximum no load GOVEMNEO SPECO! savecsriss codon iturtevscncns cin xcidauddauda ienedey tae swebiiewwaw tie euedee cies - rpm 2850 

Maximum over speed Capability(15SECS MAX.): ........cccccece ese e eee ee eee e eee ee eee eeee eae eaeeeeeaeeeetnetenenaees - rpm 4200 

Maximum altitude for CONTINUOUS OPEratiON: .............cccece ese e nee ee eee e neces eeeeeeesaeeaeeaeeeeaetneteaeenenas -m 4700 

Clutch engagement torque at BOOrPM: .............cccc eee ece ence eee ee eee eee eee eeeeeseeaeeae eee eaeeaeeaeeaseasengenas -N.m 610 

When using exhaust brakes: 

Exhaust pressure, at 2850rpm, at turbocharger outlet, must not exceed: ..............cceeeeee eee eee - kPa 413 
Approximate engine (etard anon? wcss stats ccedaiescieroatielendeetiueaietasie wanted eorelelsaeiets - kW TBD 


Air From Turbo 


Flow |Pressurek 
kg/min Pa 


152.1 


Coolant 


Speed | Pressure Flow 


2500 418.9 10.17 


Exhaust | Exhaust 
Flow Temp | Consumption 
m?/min C 
516.854 


154.3 


136.8 


952.47 


All values within +5% 
Base engine data refer to Datasheet D313003BX03 


All data subject to change without notice. Dongfeng Cummins Engine Co., Ltd 


Heat Rejection 
Coolant Air 
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Friction 





